


Foraenr et orms 


Human Resources Board 
Reclassification Appeal Hearings 


Date: Tuesday, December 14, 2021 
Time: 5 PM 
Location: 3 Floor Conference Room, Town Hall Annex (HR Offices) 


Members: Cynthia Gallagher, Chairman 
Sheila Keady Rawson 
Andrea Haas 


Agenda 


1. Reclassification Deliberations 
2. Other Business 


3. Adjourn 


